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KADL1GH  URB 


Jl  STRICT  COUNCIL 


ANNUAL  R CRT  OF  T:  . i ,DIC  'L  0.  , IC  .R  01  II..ALTH  I OP.  Tin*! 

.'IIS  END.D  31st  DEO.  . 

GENERAL  STATISTICS 


T,.,.IAA.  0 D 31st  . 


1. 


.re a (acres)  4288 

! o;.'Ul:  tion  1941  - Estimated  2967.  Including  Evacuees  - 
umber  oi  Inhabited  Houses  - stimated  930 
dteable  Value  - £11056 

roduce  oi  a enny  Rate  - ‘ o.l  District  £56*15*  0. 

Ho. 2 District 

Total  £44.  0.  0. 


stinated  3500 


h* 


11. 


EJE  CTS  FR  01  VITAL  STATISTICS 


La  L y the  The  number  of  births  registered  during  the  year  was  31  (hales  18, 
FdBales  15;.  The  birth-rate  e lculated  to  a population  of  2967  ic 
10*4  pei  thousand  as  oo  _ed  with  14.2  lor  England  and  Wales. 


De  a the 


The  number  oi  deaths  registered  in  and  transferred  to  this  district 
was  56  (.  lee  18,  Fern  les  18),  15  of  these  being  over  the  age  oi 
80  years  or  36  per  cent  oi  the  tot  1 deaths » The  death-rate 
calculated  to  a population  of  2967  is  12.1  per  thousand  as  compared 
bh  12.9  fox  land  and  les. 


Infant  Lor  to  11  ty  One  child  died  under  the  age  oi  on-,  year  giving  a death- 

rate  of  32.2  per  thousand  births  as  compared  with  59  for 
England  and  .ales. 


111.  SANITARY  CIRC UlTST'HCLS  OF  TIL-  ARgo 


ive  new  water  services  were  laid  for  4 houses  ad  3 ot  cr  premises  bring- 
ing t total  number  of  houses  con  < cted  to  t ins  tip  to  57.  . 

. feam_  le  of  ;v- ter  from  the  Council’s  mains  sent  to  the  County  nalyst  for 
a bacteriological  examination  proved  to  be  quite  satlsi  ctory* 

Chlorination  plants  were  installed  for  the  Town**  two  water  supplier* 

. jur  further  connections  to  the  sewers  were  rr  de  bringing  the  total  number 
of  houses  connected  to  the  sewers  u,  to  493. 


L.  ■ ni  L r Ans  set  ion  of  the rea  Visits  of  Inspection 

Informal  lot ices  served 
Informal  Koticcs  complied  with 


20 

16 


I 1 v e A roxi  ately  24-^  tons  of  waste  p i er  etc.  and  22>"  tons  of  sci 

iron  were  collected  and  disposed  of  for  the  If  months  ended  31.3.4; 


IV.  PREVALENCE  OF  AND  CONTROL  OVER  INFECTIOUS  AND  OTHER  DISEASES 


The  deatlis  caused  by  the  following  diseases  during  1941  \;ere:- 

Cancer  3 
Tuberculosis  2 
measles  1 
Other  Causes  30 


T.  HOT]  LBL  DIS  ASEB  (OTHER  THAN  TUBERCULOSIS) 

Diseases 


Total  C.  Les  Notified 


Admitted  to  Aos,.itul 


Deaths 


Le-  sles 

119 

- 

1 

Pneumonia 

1 

_ 

- 

r carlet  Fever 

1 

_ 

- 

.hooping  Cough 

17 

- 

- 

Veningitis 

ove  .tmr,  1942. 

1 

1 

..  . 

i edical  .ificer  of  1 

lea  1th 

